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SUBJECT: HOMEMADE BOMB FOUND AT WESTINGHOUSE NUCLEAR POWER PLANT 
SITE 

1 . A HOME MADE POP-BOTTLE BOMB OF THE TYPE USED BY LOCAL 
FISHERMAN FOR DYNAMITE FISHING WAS FOUND UNDETONATED ON THE 
CENTER OF A ROOM ON THE THIRD FLOOR OF A PARTIALLY COMPLETED 
OFFICE BUILDING AT THE NUCLEAR POWER PLANT CONSTRUCTION SITE 
BY A WESTINGHOUSE EXPATRIATE EMPLOYEE TUESDAY AUGUST 23, 
WESTINGHOUSE TURNED THE BOMB OVER TO THE LOCAL P.C. 

COMMAND. 

2. JOHN WEAVER, PROJECT MANAGER FOR WESTINGHOUSE, SAYS 
HIS FIRM AND THE CUSTOMER, NATIONAL POWER CORPORATION 
(NPC) THEORIZE THAT THE EXPLOSIVE WAS PROBABLY LEFT BY A 
DISGRUNTLED EMPLOYEE. WESTINGHOUSE HAD BEEN PUSHING THE 
SUB-CONTRACTOR HARD TO FINISH THE JOB, AND HE IN TURN WAS 
PUSHING THE WORKERS. WEAVER SAID WITH 1200-1400 LABORERS 
COMING ONTO THE SITE EACH DAY IT WAS DIFFICULT TO TOTALLY 
SCREEN EACH ONE. WESTINGHOUSE HAS "EXPRESSED CONCERN" 

OVER THE INCIDENT TO THE CUSTOMER (NPC) WHO HAS 
RESPONSIBILITY FOR PERIMETER SECURITY. THE PERMANENT 
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PC DETACHMENT OF 140-160 PEOPLE WILL BE BEEFED UP. 

WEAVER SAYS WESTINGHOUSE IS NOT PARTICULARLY CONCERNED 
OVER THE INCIDENT. HE SAYS THER IS "NO SIGNIFICANT 
ANIMOSITY" OVER THE PROJECT AMONG THE LOCAL POPULATION 
ALTHOUGH THERE ARE SOME RUMBLINGS THAT MORE JOBS SHOULD 
GO TO LOCAL PEOPLE. UNFORTUNATELY THE SKILLS NEEDED 
ARE NOT FOUND IN THE FISHERMEN OF THE AREA. 
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3. THE TIMES JOURNAL WAS THE ONLY LOCAL PAPER TO CARRY 
A STORY ON THE INCIDENT. IN A FRONT PAGE ARTICLE OF 
AUGUST 27 HEADLINED "PLOT TO BOMB NUCLEAR PLANT FAILS" 

THE PC WAS CREDITED WITH DISCOVERING THE BOMB. ARTICLE 
THEN WENT ON THE DESCRIBE PC EFFORTS TO DISCOVER VILLAINS, 
FOLLOWED BY STATEMENT THAT THE "NUCLEAR PLANT HAS BEEN 
VIGOROUSLY OPPOSED BY DISSIDENT ELEMENTS IN THE AREA" 

AND THAT "DISSIDENTS WERE EGGING THE RESIDENTS TO OPPOSE 
THE PROJECT." ARTICLE THEN WENT ON TO RATHER SPURIOUSLY 
RELATE SUCCESSES IN SURVEILLANCE OF LOCAL DYNAMITE 
FISHERS, ARMS CACHES DISCOVERIES AND THE BOMBING INCIDENT. 
WESTINGHOUSE AND NPC OFFICIALS BELIEVE WHOLE ARTICLE 
STEMMED FROM PUBLICITY STUNT BY LOCAL PC COMMANDER NAMED 
IN ARTICLE. 

STULL 


LIMITED OFFICIAL USE 


NNN 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: BOMBING, NUCLEAR POWER PLANTS 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 30-Aug-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 22 May 2009 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977MANILA13594 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770313-0212 
Format: TEL 
From: MANILA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1977089/aaaaagxu.tel 

Line Count: 78 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 
Message ID: 4c42e360-c288-dd1 1-92da-001cc4696bcc 
Office: ACTION EA 

Original Classification: LIMITED OFFICIAL USE 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: LIMITED OFFICIAL USE 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 23-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 1687123 
Secure: OPEN 
Status: NATIVE 

Subject: HOMEMADE BOMB FOUND AT WESTINGHOUSE NUCLEAR POWER PLANT SITE 
TAGS: ENRG, PINS, TECH, RP 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/4c42e360-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



